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l„ THIS IS TECH report] 

P band intermittent NOISEc S band developed a 800 CYCLE NOISE 
AT 0233Z CONTINUED THROUGHOUT MISSION, L BAND CAMERA RECYCLING, 

X BAND QUIET, RECORDING VERY SATISFACTORY, 

2o THIS IS TECH REPORT ON 6RC-!38o 

ONLY COMPLAINT IS IN REFERENCE TONE. RECORDED TOO LOW ON 
master, PRACTICALLY USELESS ON SLAVE. REQUEST GAIN BE INCREASED . 
ON BOTH RECORDERS, 


END OF MESSAGE 
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